G. c Ault on Adkins 

ASSISTANT GENERAL COUNSEL 



PHILIP MORRIS 

INCORPORATED 

100 PARK AVENUE, NEW YORK, N.Y. 10017 


August 5, 1982 


Jerome I*. Chapman, Esq. 

Arnold & Porter 

1200 New Hampshire Avenue, N.W. 

Washington, D.C. 20036 

Dear Jerome: 

Enclosed is a copy of a patent recently issued to 
Brown & Williamson that appears to cover an improve¬ 
ment on the Barclay-type filter. At a glance, the - 
gist of the improvement seems to be the provision of 
"support means...to maintain the.tipping material in 
circumferential equalization.” Brown & Williamson 
apparently filed for this patent on December 5, 1980, 
approximately a month after Ernie Pepples first heard 
of our misgivings about Barclay. 

Very truly yours. 



/amt 

enclosure 

cc: Arthur I. Palmer, Jr., Esq. 


Source: https://www.industrydocuments.ucsf.edu/docs/htdb0003 
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